MATER  DEI  CHAPEL  seats  800.  Three  carillon 
bells  suspended  in  tower  are  dedicated  to  Jesus- 
Mary-St.  Joseph.  Bell  tower  and  cross  rise  121 
feet  above  chapel  floor  and  top  of  cross  is 
highest  point  of  any  building  in  greater  Cincinnati. 
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